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CHANGES AND ADDITIONS 
‘TO, PARTS BULLETINS 
‘SHOWN BELOW 


In order to facilitate identification of selector cam sleeve assem- 
blies they are stamped with identifying letters. The chart below shows the 
cam sleeve assembly numbers and identifying letters. 
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@ In Bulletins 1037 and 1114, Page 3, the stamping for the 8507 and 91265 cam 
sleeve assemblies should read "CX" and "MX" respectively. 

@®iIn Bulletin 1063, top of Page 27, the stamping for the 91019 should read "KX". 

* For use with "Pulling Magnet Selectors". 

** For use with "Holding Magnet Selectors". 
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